To:  Daguillard,  Robert[Daguiliard. Robert@epa.gov] 

From:  postmaster@domain.  in  valid 

Sent:  Wed  8/12/2015  1:47:51  PM 

Subject:  [SPAM]  Delivery  Status  Notification(FAILURE) 


This  is  an  automatically  generated  Delivery  Status  Notification. 

Delivery  to  the  following  recipients  failed. 
cmcpherson@sjbhd.org  . 

Unable  to  send  email  to  the  server.  550  5.1.1  User  unknown 
Remote  host  said:  221  epa.gov  Service  closing  transmission  channel 
— Below  this  line  is  a copy  of  the  message. 

Received:  from  [(157.56.1 10.146)]  by  V-SPAMGATEWAY  with  Xeams  SMTP;  Wed,  12  Aug  2015 
07:17:46  -0600  (MDT) 

Received:  from  CY1PR09MB0922.namprd09.prod.outiook.com  (10.163.89.140)  by 

CY1PR09MB0298.namprd09.prod.outlook.com  (10.160.158.154)  with  Microsoft  SMTP 

Server  (TLS)  id  15.1.225.19;  Wed,  12  Aug  2015  13:17:16+0000 

Received:  from  CY1PR09MB0922.namprd09.prod.outiook.com  ([10.163.89.140])  by 

CY1PR09MB0922.namprd09.prod.outiook.com  ([10.163.89.140])  with  mapi  id 

15.01.0231.021;  Wed,  12  Aug  2015  13:17:15  +0000 

From:  "Daguillard,  Robert"  <Daguillard.Robert@epa.gov> 

To:  R6Press  <R6Press@epa.gov>,  Press  <Press@epa.gov> 

CC:  "cmcpherson@sjbhd.org"  <cmcpherson@sjbhd.org>,  "cninde@sjbhd.org" 
<cninde@sjbhd.org> 

Subject:  RE:  GKM  spill,  Engineering  News  Record 
Date:  Wed,  12  Aug  2015  13:17:15+0000 

received-spf:  None  (protection.outiook.com:  epa.gov  does  not  designate 
permitted  sender  hosts) 
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